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SHEPARD LABORATORIES, INC. 

480 Morris Avenue 
Summit, New Jersey 07901 
201-273-5255 



SHEPARD 400 

HIGH SPEED PRINTER FEATURES: 

• Speed — 300 to 1200 lines per minute 

• Columns — 72 to 200 (characters per line) 

• Character Set — 64 normal, others also available 

• Paper Feed — Standard Tractor Feed 
•Paper — 4" wide to 21 V 2 " wide 

• Copies — up to 8 copies 

• Character Spacing — 10 per inch horizontal, 6 per inch vertical 

• Buffer — one full line 

• Input Data Rate — normally up to 600 Kc, higher on request 

• Vertical Format — 8 channel regular type system 

• Self Test — Built in test feature permits off-line testing of printer 

• Size — 58" W x 48" H x 29" D 









